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assembler  of  choice  plant  material  for  immediate  landscape  effect 


DESIGNING 

GRADING  -  PLANTING 
ROAD  BUILDING 
BIG  TREE  MOVING 


E.  B.  KEATING 

LANDSCAPE  ARCHITECT 
And  Big  Tree  Mover 
KENNETT  SQUARE,  PA. 


No  1930  *  ; 

ESTABLISHED  1900 
SELL  PHONE  371  * 


EVERY  DAY  YOU  ARE  JUDGED  BY  THE  APPEARANCE  OF  YOUR  GROUNDS 


BEAUTIFUL  GROUNDS  REALLY  COST  YOU  NOTHING 


Each  TREE,  SHRUB,  VINE  and  FLOWER  adds  far  more  to  the 
real  actual  cash  value  of  your  property  than  it  costs. 

We  can  supply  everything  in  Nursery  stock,  but  we  list  here  just 
a  few  of  the  larger  plants  we  have  in  stock.  We  have  protographs  of 
most  of  them. 


NOTE: _ It  costs  no  more  to  move  a  good  specimen  in  Shade  and  Ornamental  Trees  than  it  costs  to  move 

poor  unsightly  trees.  We  have  spent  considerable  time  in  securing  quite  a  number  of  nice  specimens  in  Pm 
Oaks,  Maples,  Ash,  Elm,  Dogwood,  Birches,  Holly  Trees,  etc.,  and  will  be  glad  to  show  you  photographs  of  them. 
We  also  have  photographs  of  most  of  our  Boxwoods  and  will  be  pleased  to  call  at  your  home  and  show  them  to  you. 


We  will  assist  you  with  the  arrangement  free  of  charge. 
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Old  English  Boxwood  in  Stock. 


1  English  Boxwood 
1  English  Boxwood 
1  English  Boxwood. 
1  English  Boxwood. 
1  English  Boxwood. 

1  English  Boxwood. 
1  English  Boxwood. 
1  English  Boxwood. 
1  English  Boxwood. 

1  English  Boxwood. 

2  English  Boxwood. 
1  English  Boxwood. 
1  English  Boxwood. 
1  English  Boxwood. 
1  English  Boxwood. 
1  English  Boxwood. 
1  English  Boxwood. 
1  English  Boxwood. 
1  English  Boxwood. 
1  English  Boxwood. 
1  English  Boxwood. 
1  nEglish  Boxwood. 
1  English  Boxwood. 
1  English  Boxwood. 
1  English  Boxwood. 
1  English  Boxwood. 
1  English  Boxwood. 
1  English  Boxwoid. 
1  English  Boxwood. 
4  English  Boxwood. 
1  Tree  Boxwood. 

1  Tree  Boxwood. 

1  Tree  Boxwood. 


4  ft.  high,  5  ft.  wide,  foliage  12  in  .from  ground.  Very  good  against  wall.  Nursery. 

4  ft.  high,  5  ft.  wide,  perfect  specimen.  Will  pair  with  above  or  singly . _ . St.  Georges 

4 V2  ft.  high,  8  ft.  wide.  Perfect  specimen  all  around . . . . . Dalton 

514  ft.  high,  8  ft.  wide.  Almost  as  good  as  above  good  pair.  .. . Ayars 

3  1-3  ft.  high,  3V2  ft.  wide.  A  fair  plant.  1  Eng.  Box.  3 V4  ft.  high,  3V2  ft.  wide . These 

two  plants  will  pair  well. . . . . . . . . . . .  Ballance 

3Vo  ft.  high,  IV2  ft.  wide.  Odd  shape  and  not  so  good.... . . Ballance 

3V>  ft.  high,  4  ft.  wide.  Good  plant  against  wall. . . . Breslin 

314  ft.  high,  4  ft.  wide.  Fair  plant,  will  pair  with  above. . . . Preston 

314  ft.  high,  51/2  ft.  wide.  Foliage  15  in.  from  ground.  Good  plant . . . Nursery 

3 1/2  ft.  high,  5  ft.  wide.  Foliage  15  in.  from  ground.  Pairs  with  above. . Brown 

3  ft.  high,  4  ft.  wide.  Very  fine  pair,... . . . . . . . . . . . Gandv 

5 1/2  ft.  high,  8  ft.  wide.  Foliage  18  in.  from  ground.  Very  good  plant . . . Morrison 

414  ft.  high,  514  ft.  wide.  Irregular  shape.  Not  so  good. . Justice 

21/2  ft.  high,  214  ft.  wide.  Fairly  good  plant . Breslin 

21/2  ft.  high,  21/4  ft.  wide,  5  ft.  long.  Fair  plant . - . . . . . Breslin 

7  ft.  high,  9  ft.  wide.  Odd  shape,  good  foliage.  Excellent  plant . . . . . Fogg,  Salem 

3  ft.  high,  4  ft.  wide.  Foliage  to  ground.  Perfect  specimen . . Smyrna 

2  ft.  9  in.  high,  5  ft.  wide.  Foliage  15  in.  from  ground.  Very  good . . Brown 

5  ft.  high,  61/4  ft.  wide,  specimen  plant  on  three  sides. . Louisville,  Pa. 

31/2  ft.  high,  6  t  7  ft.  wide.  Excellent  specimen.. . . . . . . . - . Nursery 

31/2  ft.  high,  7  ft.  wide.  Very  good  plant . . . . . . . Nursery 

41/2  ft.  high,  9  ft.  wide.  Excellent  specimen . . . Dennisville,  N.  J. 

9  ft.  long,  5  to  6  ft.  wide.  Fine  specimen. . . New  Castle,  Del. 

6  ft.  high,  6  to  8  ft.  wide.  Excellent  plant  against  wall. . . . North  Star  School 

31/2  ft.  high,  4  ft.  wide.  Excellent  bush . Landenburg 

2  ft.  3  in.  high,  214  ft.  wide.  Excellent  bush . . . Landenburg 

4  ft.  high,  4  ft.  wide . - . . . . . . . . . . Avondale  to  Landenburg 

514  ft.  high,  8  ft.  wide.  Foliage  18  in.  from  ground. . . . . . . . . Salem,  N.  J. 

3  ft.  high,  strong  5  ft.  wide.  Very  good  built  to  ground. . . . Port  Penn 

4  to  41/2  ft.  high,  4  ft.  wide . . . . . . . . . . . .  Shiloh 

18  ft.  high,  18  ft.  wide,  perfect  specimen . - . . . . Mendenhall,  Pa. 

18  ft.  high,  12  ft.  wide.  Very  good  plant . Quinton,  N.  J. 

12  ft.  high,  10  ft.  wide.  Perfect  specimen. . . . St.  Georges 


160  feet  of  English  Boxwood  hedge  2  ft.  to  26  inches  high,  3  feet  wide,  this  was  not  pruned,  it  is  a  more 
rounded  top  than  square,  can  be  seen  at  Kennett  Square,  Pa. 

350  feet  of  English  Boxwood  18  to  24  inches  high,  15  to  18  inches  wide.  This  has  been  pruned  into 
square  top.  This  is  a  very  beautiful  piece  of  hedge.  May  be  seen  at  Chesapeake  City. 


200  feet  of  English  Boxwood  hedge  3  to  4  feet  hi  gh,  5  feet  wide,  a  very  beautiful  hedge.  May  be  seen 
at  Ingleside,  Md. 


60  feet  of  English  Boxwood  4V2  feet  high,  6  feet  wide,  very  good,  never  has  been  pruned,  has  rounded 
top,  foliage  to  ground  on  both  sides.  May  be  seen  at  Kennett  Square. 

145  feet  of  English  Boxwood  hedge  15  to  18  inches  high.  This  has  been  pruned  and  made  square  on 
top.  Pierson. 

100  feet  of  English  Boxwood  hedge  3  feet  high,  30  to  33  inches  wide.  This  has  been  pruned  into  square 
top.  Lewis. 

33  feet  of  English  Boxwood  hedge  2  ft.  9  in.  high,  30  in.  wide.  Lewis. 


JWYfmVmVmWmWmVmWmVmVmWmWmWmVmWmVuWaV 


1 


AWUWyVUVWAV^MWM 


The  following  is  a  list  of  Large  Shade  and  Ornamental  Trees  in  Stock. 


1  Pin  Oak 
1  Pin  Oak 
1  Pin  Oak 
1  Pin  Oak 
1  Pin  Oak 
1  Pin  Oak 
1  Pin  Oak 
1  Pin  Oak 

1  Pin  Oak 

2  Pin  Oak 
1  Pin  Oak 
1  Pin  Oak 
1  Pin  Oak 
1  Pin  Oak 
1  Pin  Oak 
1  Pin  Oak 


1  Elm  Tree 
1  Elm  Tree 
1  Elm  Tree 
1  Elm  Tree 

1  Elm  Tree 

2  Elm  Tree 
1  Elm  Tree 
1  Elm  Tree 


1  Gum  Tree 
1  Gum  Tree 


PIN  OAKS 

71/2  in.  Diam.,  6  ft.  stem,  20  ft.  high,  18  in.  wide . 

8  in.  Diam.,  6  ft.  stem,  18  ft.  high,  18  ft.  wide . . 

6 14  in.  Diam.,  6  ft.  stem,  20  ft.  high,  18  ft.  wide . . 

12  in.  Diam.,  8  ft.  stem,  25  ft.  high,  20  ft.  wide . 

6V2  in.  Diam.,  7  ft.  stem,  20  ft.  high,  18  ft.  wide . 

6  in.  Diam.,  7  ft.  stem,  15  ft.  high,  18  ft.  wide . 

12  in.  Diam.,  6  ft.  stem,  25  ft.  high,  18  ft.  wide . 

6Y2  in.  Diam.,  7  ft.  stem,  18  ft.  high,  15  ft.  wide . 

7  in.  Diam.,  7  ft.  stem,  16  ft.  high.  1.  ft.  wide  . 

314  in.  Diam.,  12  ft.  high,  7  ft.  wide . 

31/2  in.  Diam.,  6  ft.  stem,  11  ft.  high,  12  ft.  wide . 

2V2  in.  Diam.,  5  ft.  stem,  8  ft.  high,  5  ft.  wide . 

12  in.  Diam.,  7  ft.  stem,  25  ft.  high,  20  ft.  wide . 

7  in.  Diam.,  7  ft.  stem,  20  ft.  high,  18  ft.  wide  . 

71/2  in.  Diam.,  6  ft.  stem,  18  ft.  high,  18  ft.  wide. . 

8  in.  Diam.,  6  ft.  stem,  22  ft.  high,  18  ft.  wide  . 

ELMS 

6V2  in.  Diam.,  6  ft.  stem,  20  ft.  high,  18  ft.  wide . . 

41/2  in.  Diam.,  7  ft.  stem,  18  ft.  high,  9  ft.  wide . . 

5  in.  Diam.,  6  ft.  stem,  18  ft.  high,  12  ft.  wide . 

7  in.  Diam.,  5  ft.  stem,  19  ft.  high,  15  ft.  wide . 

8  in.  Diam.,  6  ft.  stem,  24  ft.  high,  16  ft.  wide.. . 

7  to  8  in.  Diam.,  6  ft.  stem,  20  ft.  high,  15  ft.  wide . 

8  to  9  in.  Diam.,  10  ft.  stem,  30  ft.  high,  18  ft.  wide. 
8  to  9  in.  Diam.,  11  ft.  stem,  30  ft.  high,  10  ft.  wide... 

GUMS 

5  in.  Diam.,  20  ft.  high,  11  ft.  wide 

9  in.  Diam.,  22  ft.  high,  12  ft.  wide 


maples 


1  Norway  Maple 
1  Norway  Maple 
1  Sugar  Maple 
1  Japanese  Maple 
1  Japanese  Maple 
1  Japanese  Maple 


12  in.  Diam.,  6  ft.  stem,  22  ft.  high,  20  ft.  wide . 

8  in.  Diam.,  6  ft.  stem,  22  ft.  high,  14  ft.  wide _ 

9  in.  Diam.,  9  ft.  stem,  30  ft.  high,  12  ft.  wide 

13  in.  Diam.,  22  ft.  high,  20  ft.  wide...... . . 

11  in.  Diam.,  20  ft.  high,  18  ft.  wide..... . ... . . . 

Bush,  Golden  lvd.,  6  ft.  high,  5  ft.  wide  . . _ . 


ASH 


Ash  Tree  8  in.  Diam.,  6  ft.  stem,  23  ft.  high,  20  ft.  wide  . 

LINDENS 

1  European  Linden  8  in.  Diam.,  5  ft.  stem,  18  ft.  high,  7  ft.  wide . 

1  Silver  Linden  10  in.  Diam.,  6  ft.  stem,  22  ft.  high,  10  ft.  wide . 

MAGNOLIAS 


1  Acuminata  5  in.  Diam.,  4  ft.  stem,  16  ft  high ,  9  ft.  wide  . 

1  Acuminata  5  in.  Diam.,  4i/2  ft.  stem,  19  ft.  high,  10  ft.  wide . .... 

THORNES 

1  Pink  Flowering  41/2  in.  Diam.,  3V6  ft.  stem,  14  ft.  high,  12  ft.  wide 

BIRCHES 


. Humphries 

Hamilton  Park 
Hamilton  Park 

_ _ Elk  Mills 

. Elk  Mills 

. _ . Humphries 

. Elk  Mills 

. . Rollings 

. . Rollings 

. . each 

. . R.  &  P.  Co. 

. Not  B.  &  B. 


each 


. Hockessin 

. . . Hockessin 


1  Red  Birch  3  trunks,  12  ft.  high,  5  ft.  wide . - . 

2  White  Birch  41/2  in.  Diam.,  17  ft.  high,  10  ft.  wide.  Foliage  to  ground. 
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PLANE  TREES  -  -  -  .  . 

1  Oriental  Plane  9  in.  Diam.,  6  ft.  stem,  20  ft  .high,  12  ft.  wide .  R.  &  P, 

4  Oriental  Plane  6  in.  Diam.,  8  ft.  stem,  30  ft.  high,  10  ft.  wide . , . , 

DOGWOODS 

41/2  in.  Diam.,  20  ft.  high,  12  ft.  spread  .  .  . Kent 

3  in.  Diam.,  8  ft.  stem,  13  ft.  high,  8  ft.  spread . . . . . . Kent 

414  in.  Diam.,  7  ft.  stem,  14  ft.  high,  7  ft.  spread . . . . . . . ; . ... . . 

4  in.  Diam.,  7  ft.  stem,  14  ft.  high,  8  ft.  spread . . . . . . . . . 

OAKS 

1  Willow  Oak  8  in.  Diam.,  28  ft.  high,  20  ft.  spread 
1  Willow  Oak  5  in.  Diam.,  20  ft.  high,  12  ft.  spread 

RHUS 

1  Cotinus  smoke  tree  13  ft.  high,  12  ft.  wide 

1  Cotinus  smoke  tree  8  ft.  high,  5  ft.  wide 

BEECH 

1  Green  Lvd.  Beech  Silver  Bark  30  ft.  high,  16  ft.  spread  . 

1  Green  Lvd.  Beech  Silver  Bark  18  ft.  high,  10  ft.  spread  . . . . . . . . 


1  White  Flowering 
1  White  Flowering 
1  White  Flowering 
1  White  Flowering 


The  Following  Are  Evergreens. 


SPRUCE 

1  Oriental  30  ft.  high,  15  ft.  spread 
1  Oriental  15  ft  high,  7  ft.  spread 

PINES 

25  Austrian  Scotch  4  to  6  ft.  Price  on  application. 

1  Scotch  11  in.  Diam.,  15  ft.  high,  13  ft.  wide. 

1  Mugho  Pine  2  ft.  high,  3  ft.  wide. 

1  Mugho  Pine  l^ft.  high,  3  ft.  wide. 

HOLLY  TREES  AND  BUSHES 


1  Holly  Tree 
1  Holly  Tree 
1  Holly  Bush 
1  Holly  Bush 
1  Holly  Bush 
1  Holly  Bush 
1  Holly  Bush 
1  Holly  Bush 


13  in.  Diam.,  8  ft.  stem,  25  ft.  high,  17  ft.  wide . 

12  in.  Diam.,  5Vsi  ft.  stem,  22  ft.  high,  18  ft.  wide. 
9  ft.  high,  4  ft.  wide. 

6 Y»  ft.  high,  4 1/2  ft-  wide. 

7  ft.  high,  6  ft.  wide. 

71/2  ft.  high,  5  ft.  wide. 

III/2  ft.  high,  8V2  ft.  wide. 

11  ft.  high,  7  ft.  wide. 


EVERGREEN 

1  Taxus  Cuspidata  41/2  ft.  high,  8  ft.  spread,  very  dense  foliage,  perfect  specimen 
Red  Cedars  in  unlimited  quantities,  line  specimens  from  5  to  30  ft. 


Hancocks  Bridge 
Nottingham 


